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UNCLASSIFIED 

PAGE 01 HONG K 1 1909 310222Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

035224 310227Z/20 

O R 310215Z AUG 78 
FM AMCONSUL HONG KONG 
TO USDOC WASHDC IMMEDIATE 
INFO SECSTATE WASHDC 2962 

UNCLAS HONG KONG 11909 

COMMERCE FOR OIM/MRD 

E.O. 11652: N/A 
TAGS: BBSR, HK 

SUB J : GMR - MEDICAL EQUIPMENT, HONG KONG 
REF: STATE 197666 


Message Text 


1 . BID INVITATIONS SENT TO FIVE FIRMS. THREE DECLINED 

DUE TO TIME OR WORKLOAD FACTORS. PROPOSALS RECEIVED FROM 
MOBIUS, INC. FOR HKS38.500 (APPROX. US$8,250) AND 
FROM P.A. MANAGEMENT CONSULTANTS, LTD. FOR HK$93,000 
(APPROX. US$19,925). 

2. AS MOBIUS BID IS INCOMPLETE, POST WILL DEFER RECOMMENDATIONS 
PENDING RECEIPT OF COMPLETED PROPOSAL. 

SHOESMITH 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978HONGK1 1909 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780355-0100 
Format: TEL 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978084/aaaaadiz.tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 4e07dd5f-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 197666 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1669639 
Secure: OPEN 
Status: NATIVE 

Subject: GMR - MEDICAL EQUIPMENT, HONG KONG 
TAGS: BBSR, HK 
To: COM 
Type: TE 
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